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0109110057 PNO-IV-91-023:on 910906,radiography camera reported missing from li-
censee truck while traveling from northwest side of Houston.TX to location on east
side.
DODA.R. Region 4 (Post 820201). 91/09/06. 1p. 59053:280-59053:280.

9109120018 Forwards biweekly listing of generic communications being considered or
under development by NRC including.bulletins, info notices & generic Itrs.
BERLINGER.C.H. Generic Communications Branch. 91/09/04. WAGNER,P. Institute
of Nuclear Power Operations. 6pp. 59104:026-59104:031.

9109130115 PNO-IV-91-024:Delta County Memorial Hosp received Tc generator w/con-
tamination on external surface of shipping contaJner.No removable contamination
noted.DuPont & DOT informed of incident.State of CO investigating.
DODA.R.J. Region 4 (Post 820201). 91/09/10. 1p. 59113:051-59113:051.

9109160004  PNO-ll-91-060:on 910907, Unit 2 shut down in order to troubleshoot &
repair problems re control rod that dropped on 910814 & 23.Caused by blown
fuses.Root cause not determined.Unit restart scheduled for 910913.
FREDRICKSON.P. Region 2 (Post 820201). 91/09/09. 1p. 59096:272-59096:272.

9109160005  PNO-ll-91-058:on 910902,Brunswick Unit 1 shutdown to facilitate LLRT of
primary containment isolation valve 1-G31-F001,inboard RWCUS isolation valve.
CHRISTENSEN.H. Region 2 (Post 820201). 91/09/04.1p. 59096:273-59096:273.

9109160134 PNO-ll-91-059:on 910905,employee received small puncture wound to left
thumb while working in decontamination & vol reduction facility.lndividual administered
inhalation chelation therapy.
CLINE.W. Region 2 (Post 620201). 91/09/05. 1p. 59097:244-59097:244.

9109160202 PNO-V-91-020:on 910906,woman,four months pregnant.fainted while work-
ing in contractor trailer outside facility. Emergency team responded & ambulance
dispatched.but woman died on way to hosp.Cause of death unknown.
JOHNSON.P., SORENSEN.C. Region 5 (Post 820201). 91/09/06. 1p. 59098:246-
59098:246.

9109160205 PNO-ll-91-061:on 910907,licensee discovered that improper flow adjust-
ment was made to LPSW that cools decay heat (RHR) cooler.which was shutdown for
refueling.Fuel transfer canal drained.
BELISLE.G.A. Region 2 (Post 820201). 91/09/09. 1p. 59098:247-59098:247.

9109190044 PNO-IV-91-026:on 910912.informs of licensee controlled shutdown due to
station battery inoperabilityPlant currently in mode 3.State plans to issue press re-
lease & inform States of ME & IA.
HARRELL.P. Region 4 (Post 820201). 91/09/13. 3pp. 59134:001-59134:003.

9109190064 PNO-IV-91-025:on 910912,Air Force radioisotope committee notified region
IV that 50 Ci tritium light source had been dislodged & lost from air craft during refuel-
ing over desert area of Edwards Air Force Base.No press release.
FISHER.W.L Region 4 (Post 820201). 91/09/12. 2pp. 59134:089-59134:090.

9109200226 EN-91-054:on 910916,notice of proposed imposition of civil penally in
amount of $1,000 will be issued.based on loss of 25 mCi Cs-137 sealed source for
density/level gauge.Penalty mitigated by 50% based on licensee corrective actions.
PEDERSON.CA, DAVIS.A.B. Region 3 (Post 820201). EA-91-112. 91/09/11. 1p.
59156:175-59156:175.

9109230114 EN-91-018A:on 910911,notice of proposed imposition of civil penalty in
amount of $8,750 issued to licensee based on failure to monitor amounts of licensed
matl possessed by Univ.

DELMEDICO.J., LIEBERMAN.J. Ofc of Enforcement (Post 870413). EA-91-001. 917
09/11.1p. 59195:155-59195:155.

9109240078 PNO-IV-91-027:on 910911,failure of package shielding during shipment of
sealed source containing 100 mCi Cs-137.Source arrived w/o padlock.lnspectors cur-
rently investigating incident to determine if radiation exposure occurred.
DODA.RJ. Region 4 (Post 820201). 91/09/17. 1p. 59182:261-59182:261.

9109240061 PNO-!-91-066:on 910912,licensee discovered that cable suspending jet

59173:201.

9109240106 PNO-V-91-021:on 910914,automatic reactor trip.closing of main steam &
feedwater    isolation    valves    &    eventual    plant    shutdown    occurredCause
unknown.Reactor remains shutdown in mode 3 while attempting to cool down to
modes.
SLOAN.J., WONG.H. Region 5 (Post 820201). 91/09/16. 2pp. 59182:278-59182:279.

9109240186 PNO-I V-91-025A:updates info on 910912 loss of tritium light source.lost
from KC-10 aircraft over Edwards Air Force Base; US Air Force plans to remove
sources from another aircraft & delay placement of other sources until review con-
ducted.
* Region 4 (Post 820201). 91/09/16. 2pp. 59183:047-59183:048.

9109240208 PNO-ll-91-062:on 910912,Unit 2 commenced controlled shutdown from
100% power at rate of 5% per hr due to inoperable emergency diesel generator
2A.Generator 2A taken out of svc for repairs & to determine cause of high lube oil sys

MILLER.W.H. Region 2 (Post 820201). 91/09/12,1p. 59183:087-59183:087.

9109240233 PNO-l-91-067:on 910917,well logging source shipped by licensee from
temporary job site in Hungtington.WV to ofc in Newark.DE became separated from
shielded transportation container during shipment.

DWYER.J.,  JOUSTRAJ.   Region   1   (Post  820201).   91/09/17.  2pp.  59183:321-
59183:322.

9109240300 PNO-l-91-068:on 910918, NRC released util from confirmatory action Itr al-
lowing facility restart.Concludes that util have taken sufficient actions to address unin-
terruptable power supply failures.

SCHMIDT.W., HAVERKAMP,D. Region 1 (Post 820201). 91/09/19. 2pp. 59184:223-
59184:224.

9109240319 PNO-l!-91-062A:on 910911 DG 2A tripped on high lubrication oil sys temp
w/engine overpressurized resulting in crankcase relief ports being opened & on
910912 unit 2 taken off line to perform engine repairs.Unit to return to line on 910921.
MILLERfW.H. Region 2 (Post sSSaOl), 9l7o9/17f 2pp. 59184:274-59184:275.

9109270064 PNO-lll-91-037:on 910918,main steam line pressure increased from ap-
proximately 980 Ib psi to 1,018 psi.as result of malfunction of 2B inboard main steam
isolation valve. Licensee has added addl staff to operating crew.
BURGESS.B., SHAFER.W. Region 3  (Post 820201). 91/09/20. 2pp. 59216:313-
59216:314.

9109270069 PNO-V-91-022:on 910917,earthquake occurred.causing around motion that
was felt in administration & auxiliary bldgs.No adverse effect on facility observed.State
& local officials notified.
MORRILL.P. Region 5 (Post 820201). 91/09/17. 1p. 69216:316-59216:316.

9109300011   PNO-IV-91-028:on   910923,loss  of  power  to   13.8   kv  nonemergency
bus.PAOl occurred.Loss of power resulted in two RCPs tripping & loss of circulating
water pump & svc air to spent fuel pool.SFP water level & cooling restored.
JONES.W.B. Region 4 (Post 820201). 91/09/24. 3pp. 59225:033-59225:035.

9109300026 PNO-I V-91 -029:on 910924,during work on rupture disk downstream of relief
valve  from  number 5  cleanup  reactor cold trap.workers encountered solidified
UF6.Workers wore appropriate protective clothing.
VASQUEZ.G.M. Region 4 (Post 820201). 91/09/24. 2pp. 59225:043-59225:044.

MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS

9109270096 Provides invitation to attend power reactor operator license examiners/
training manager meeting on 911106-07 to provide forum for discussion of various
topics & issues re operator licensing function.

HODGES.M.W. Region 1 (Post 820201). 91/09/19. GUILFOIL.T. Sonalysts, Inc. 5pp,
59216:356-59216:360.

NUREQ NUREG REPORTS AND RELATED CORRESPONDENCE

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). AEOD/E91-01.
91/08/20. Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9109030150 Forwards response to H Myers request re plant welds.
RATHBUN.D.K. Congressional Affairs. 91/07/11. MILLER.G. House of Rep. 3pp.
58937:319-58937:321.

9109030161   Forwards   clarification   of   reporting   requirements   for   BWR   stability
analyses.per SER (NUREG-1048).Incorporation of requirements into Tech Specs has
relieved util of previous analysis & reporting requirements in SER.
LABRUNA.S. Public Service Electric & Gas Co. of New Jersey. NLR-N91097. 91/08/
20. Document Control Branch (Document Control Desk). 5pp. 58951:286-58951:290.

9109040013 Discusses newly published NRC rule which affects manner in which data
transferred from nuclear power plants to NRC operations ctr during accidents classi-
fied as ALERT or higher.Emergency response data sys meeting scheduled.
MARTIN.J.B. NRC - No Detailed Affiliation Given. 91/08/26. CROSS.J.E. Portland
General Electric Co. 3pp. 58935:031-58935:033.

9109040181 Discusses review of facility emergency action levels. Concludes that pro-
posed rev appear to meet intent of NUREG-0654 & adequate.
JOYNER.J.H. Region 1 (Post 820201). 91/08/23. CREEL.G.C. Baltimore Gas & Elec-
tric Co. 3pp. 58996:333-58996:335.

9109040208 Forwards exam rept 50-341 /OL-91 -01 on 910805-09.Program rating satis-

MILLER.HJ. Region 3 (Post 820201). 91/08/30. ORSER.W.S. Detroit Edison Co. 2pp.
58936:239-58936:253.

-9109040221 Exam rept 50-341 /OL-91 -01 on 910805-09.Exam results:all operators
passed written & JPM portions of exam.

DOORNBOS.R.L, PETERSON.H., JORDAN.MJ. Region 3 (Past 820201). 91/08/27.
13pp. 58936:241-58936:253.

9109040327 Forwards request for addl info re NUREG-0737 Item II.F.1, "Sampling &
Analysis of Plant Effluents."

THOMPSON.C.M. Project Directorate V. TAG 80570. 91/08/22. CONWAY.W.F. Arizo-
na Public Service Co. (formerly Arizona Nuclear Power Project). 4pp. 58981:266-
58981:269.

9109040395 Submits comments on backfitting implications concerning generic Itr re indi-
vidual plant exam of external events for severe accident vulnerabilities.
REYNOLDS.N.S. Winston & Strawn. REYNOLDS.N.S. Nuclear Utility Backfitting &
Reform Group. 90/10/09. BECKJORD.E.S. Office of Nuclear Regulatory Research
(Post 860720). 2pp. 59009:141-59009:151.

-9109040416 Submits comments on proposed generic Itr re individual plant exam for
external events.

REYNOLDS.N.S. Bishop, Cook, Purcell & Reynolds. 90/04/13. JORDAN.E.L Office
for Analysis & Evaluation of Operational Data, Director. 7pp. 59009:143-59009:149.

9109040443 Forwards proposed FR notice re ACRS subcommittee on extreme external
phenomena meeting on 910916 & 17 to discuss results of plant long-term seismic
program.

ROOD.H. Project Directorate V. 91/08/21. SHIFFER.J.D. Pacific Gas & Electric Co.
5pp. 58981:248-58981:254.

9109050256 NUREG/CR-2000 V10 N7 LICENSEE EVENT REPORT (LER)
COMPILATION.For Month Of July 1991.

* Oak Ridge National Laboratory. FIN A-9135. ORNL/NSIC-200. 91/08/31. Office for
Analysis & Evaluation of Operational Data, Director. 75pp. 58989:204-58989:280.

9109050259 NUREG/CR-5606 A REVIEW OF THE SOUTH TEXAS PROJECT PROB-
ABILISTIC SAFETY ANALYSIS FOR ACCIDENT FREQUENCY ESTIMATES AND
CONTAINMENT BINNING.

WHEELER.TA, LAMBRIGHT.J.A. Sandia National Laboratories. DARBY.J.L Science
& Engineering Associates, Inc. FIN L-1211. SAND90-1970. 91/08/31. Division of Sys-
tems Research (Post 880717). 350pp. 58989:281 -58990:265.. Division of Operational Events Assessment (Post 870411). 91/09/16.
